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50 

ACTION EUR-25 

INFO OCT-01 ISO-OO HUD-02 SSO-OO EURE-00 NSCE-00 USIE-00 

INRE-00 AEC-11 AID-20 CEA-02 CIAE-00 CIEP-03 COME-OO 

DODE-OO EB-11 FEAE-00 FPC-01 H-03 INR-11 INT-08 L-03 

NSAE-00 NSC-07 OMB-01 PM-07 RSC-01 SAM-01 SCI-06 

SP-03 SS-20 STR-08 TRSE-00 FRB-03 DOTE-OO NSF-04 PA-04 

PRS-01 SAJ-01 HEW-08 EPA-04 CEQ-02 /182W 

067274 

O R 01 1732Z AUG 74 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC IMMEDIATE 4161 
INFO USMISSION NATO BRUSSELS 

UNCLAS BONN 12203 

DEPT PLEASE PASS IMMEDIATELY HUD FOR LEIGHTON 
E.O. 11652: N/A 

TAGS: ENRG, SENV, TECH, NATO, GW 

SUBJECT: CCMS/ENERGY CONSERVATION PROJECT (MODULAR 
INTEGRATED UTILITY AND TOTAL ENERGY SYSTEMS) 

REF: A. STATE 155446; B. BONN 11593 

1. SUBSTANCE REFTEL A PASSED TO DR. ZIEGLER AT FRG 
TECH MIN ON DAY BEFORE HE DEPARTED FOR SUMMER 
VACATION. THUS EMBASSY UNABLE TO OBTAIN INPUT FOR 
SUBSTANTIVE ASSESSMENT REQUESTED PARA 1 REFTEL A. 
HOWEVER, EMBASSY HOPEFUL DR. ZIEGLER WILL BE ABLE TO 
PROVIDE THIS INFO UPON HIS RETURN NEXT WEEK. 

2. DR. ZIEGLER SUGGESTED THAT WORKING GROUP INVOLVED 
IN SUBJECT PROJECT CONTACT FOLLOWING PEOPLE 
DURING THEIR VISIT TO FRG: 
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PROF. DR. ING. HELMUT SCHAEFER, CHIEF, 
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FORSCHUNGSSTELLE 

FUER ENERGIEWIRTSCHAFT (RESEARCH AGENCY FOR 
ENERGY MANAGEMENT) AND DIRECTOR OF THE INSTITUTE 
FOR ENERGY MANAGEMENT AND POWER STATION TECHNOLOGY 
OF THE UNIVERSITY OF MUNICH. 8 MUENCHEN 50, AM 
BLUETENANGER 7 1 . 

DR. BERT STOY, RHEINISCHE-WESTFAELISCHES 
ELEKTRIZITAETSWERK AG, 43 ESSEN, KRUPPSTR.5 
DIREKTOR DR. TNG.K ART, -HEINZ, SUTTOR, KRAFTANLAGEN 
AKTIENGESELLSCHAFT, 69 HEIDELBERG, IM BREITSPIEL 7 
DIREKTOR HANS-PETER WINKENS, STADTWERKE MANNHEIM, 

68 MANHEIM 1 , LUISENRING 49 
HERR H. TRENKLER, VEREINIGUN G DEUTSCHER 
F.T EKTRIZTT AF.TSWF.RKF, E.V (VDEW) 

6 FRANKFURT/MAIN, 70, STREEMANNALLEE 23 

3. AS REPORTED REF (B) DR. KLEIN AT TECH MIN DESIGNATED 
FRG "POINT OF CONTACT" FOR CCMS ENERGY CONSERVATION 
PILOT STUDY. THUS, VISIT WITH KLEIN WOULD BE APPROPRIATE. 
HILT .F.NBR AND 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: CONSERVATION, ENERGY, MEETINGS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 01 AUG 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974BONN12203 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740209-1165 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740883/aaaactoo.tel 

Line Count: 81 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: A. STATE 155446; B. BONN 11593 
Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 MAY 2002 
Review Event: 

Review Exemptions: n/a 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCMS/ENERGY CONSERVATION PROJECT (MODULAR INTEGRATED UTILITY AND TOTAL ENERGY SYSTEMS) 
TAGS: ENRG, SENV, TECH, GE, NATO, CCMS, BRUSSELS 
To: STATE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




